his foreman (Tr. 118).  He confirmed that Inspector Goodspeed asked him
to drive the truck to a hill that he ordinarily used to get back and
forth from the shops and that the brakes were tested in that hill area.
He confirmed that he applied all of the brakes on a level while also
applying the accelerator and the brakes would not hold (Tr. 120-121).
After this test, he proceeded to the hill and applied the dump brake
while coming down the hill at five miles an hour, but the wheels did not
lock and it would not stop the truck (Tr. 123).  He stated that "I might
as well have pushed in on the clutch, if I had one, because it didn't slow
me down one bit" (Tr. 125),  He confirmed that the truck was in neutral
when he tested the brakes, and conceded that he normally kept it under
control by driving it in second gear when descending a hill (Tr. 126).
He confirmed that he had filled out reports stating that the brakes were
bad, but he could not recall when he did this (Tr. 127-128).  When asked
why he had not reported the brake conditions before the inspector cited
the truck, he replied (Tr. 131):

Because on the back of this, I had writer's cramp
from writing down the things.  After recording them
for so long, they don't want to fix them, so what do
you do?  I got a family to feed, so that's what
I do instead of getting in trouble with the management.

In response to further questions, Mr. Thomas confirmed that when
the truck brakes were tested on the flats and on the hill, the brakes
would not hold, and he also confirmed that he knew before the test that
the brakes weren't very good but that he had no idea about the kinds of
tests that would be made by the inspector (Tr. 135).  He also confirmed
that no one from maintenance tested the brakes while he was driving the
truck in question (Tr. 135).

Stephen Farr testified that he is unemployed but that he did work
at the quarry in question and that on July 6, 1981, he was employed there
as a truck driver on the No. 18 truck*  He stated that except for the
brakes the truck was in good condition.  He stated that the drive-line
brake, the service brake, and the dump brake would not stop the truck when
they were tested (Tr. 140).  He confirmed that the inspector got into
the truck and it was first tested on level ground in front of the hopper.
The park brake was engaged and the engine was under 1,000 rpm's when
the brake was engaged and the truck moved forward.  The. truck advanced
at a slow speed and then picked up a bit, and this indicated to him that
the brakes weren't very good.  He also tested the service brake in the
same gear and with the same rpm's and the truck continued forward, even
with the brake pedal all the way down.  The same result was achieved
when the dump brake was similarly tested (Tr. 140-144).  After these tests,
Mr. Goodspeed advised him that the truck did not meet the standards and
he instructed him to drive it down the same hill that the other trucks
had been tested on to a parking area past the north shop.  As they
proceeded down the hill, the inspector asked him to again test the brakes
and the brakes would not hold.  Mr. Farr had to slow the truck down by putting
the transmission in reverse, and he believed he was half way down the hill
in third or fourth gear at this time doing about five miles an hour (Tr. 145) .

332y 6th before  the inspector
